
WRENCHOUSE, 



Wrenchouse is a family owned and operated company located just north of 
Austin, Texas. We distribute a large inventory of high quality, American-made 
industrial tools for refineries, chemical companies, and other heavy-duty industries 
throughout the US and international markets. 

Our expansive inventory allows us the opportunity to provide superior customer 
service with faster turn around times. Most orders can be shipped out either on the 
same or the next day. Our central location allows most ground shipments to 
conveniently arrive anywhere in the U.S. in 1-3 business days. We can also ship 
your items on the next business day if need be. We can even hotshot on the same 
day in case of emergencies. 

We are conveniently located on South Austin Avenue near West University Avenue 
just minutes from 1-35. 



TITAN "SUREGRIP" Valve Wheel 

Wrench 




TITAN SUREGRIP VALVE WHEEL WRENCHES significantly reduce the 
chance of injury due to wrench slippage when opening and closing valves. 
These durable, ductile iron wrenches are safer and easier to use because the head 
design provides a better grip and allows the operator to rest the wrench on top of the 
wheel when opening stubborn valves. This, along with longer handle lengths for more 
leverage, make the TITAN Suregrip the best valve wheel wrench on the market. 



PETOL™ SURGRIP™ FRICTION VISES 



PETOL™ SURGRIP™ FRICTION VISES provide oil 
field pump manufacturers and pump repair shops with 
a friction vise having superior noncrushing and 
nonmarring features for use in final assembly or repair 
of sub-surface pumps. 

SURGRIP Friction Vises come in two sizes, ZV35-52 and 
ZV55-54. Interchangeable aluminum bushings are 
available to meet specific O.D. requirements. 



PETOL™ TONGVISES 

PETOL™ TONGVISES are designed for heavy-duty 
breakout or makeup operations. 
The Tongvise takes the place of several vises used in 
pipe yards, machine shops, 

downhole tool shops and on offshore drilling platforms. 



striking and Hammer Wrenches 



Striking wrench or hammer wrenches are 
available in sizes from 1-1/16' to 3-7/8" nut sizes 
in 6 point straight style and from 1-1/16" to 3-1/8" 
nut size in a 12 point offset style tool. These 
incredibly tough tools are made in the USA. We 
have a huge inventory and can ship most orders 
the same or next day. These are the most 
affordable and toughest tools in industry. Call 
us today and place your order. 



/ PETOL Striking Wrench 

(6 pt. Straight) 




Contact Us 



1102 S. Austin Ave. Ste 110-132! 
Georgetown, Texas 78626 
sales@wrenchouse.com 



